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28 October 1959 
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SUBJECT ; 

wmmcE t 


Assistant Director for Scientific Intelligence 


Project 


clearance 


dated 2© October 1959 


This will serve to advise that tbe following named individual 
25X1 bae been cleared end Wiefed for Project m ra^giM ted. 


25X1 


security Officer 
BPD-DD/P 


Dietrlbutiom 

25X1 O^b-Mtosesee 

i-so,dpd-dd/p 

i-ri,dpd-dd/p 


Jcl 
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